FY 2015: Year In Review 


CON Applications and Non-Applicability Requests Processed 


Type of Project Number of Applications/Requests Proposed Capital Costs Approved Withdrawn 


Equipment TS*~*«BxLIGSC(‘:*‘*’ 648,196 
Hospital & LTCH $13,969,204 
ICF/SNF $103,052,241 


RCF/ALF $247,402,697 
2 Categories of Care $139,994,959 
SUB-TOTAL $545,067,297 


Non-Applicability po 85,520,261 520,261 


Long-Term Care Projects 


Project Types RCF/ALF ICF/SNF 2 Categories of Care LTCH TOTAL 


Apps RCF/ALF SNF/ICF 
& Reqs Beds Beds 
Full Applications 
New Facility 


Bed Purchase* 


Bed Replacement* 
Renovate/ Modernize 
Non-Applicability 


10-Bed/10% 
<$600,000 


Non-Substantive 1 2 


CON - Certificate of Need 

RCF - Residential Living Facility 

ALF- Assisted Living Facility *5062 RT was to puchase 24 RCF beds and replace 19 RCF beds in the same 
ICF - Intermediate Care Facility application. All beds are accounted for in the Bed Purchase column. 

SNF - Skilled Nursing Facility 


LTCH - Long-Term Care Hospital 


